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10. CONSTRUCTION OF A COMPLETE DRAINAGE AND SEWAGE SCHEME 
FOR CITY OF AMARA, LOCATED 380 KM. SOUTH EAST OF BAGHDAD. 

SCHEME IS A COMBINED SYSTEM FOR BOTH STORM WATER AND SANITARY 
AND CONSISTS OF SEWERS NETWORK, PUMPING STATIONS ANDTREATMENT 
PLANT. 

WORK INVOLVES ALL CIVIL ENGINEERING WORKS. SUPPLY AND ERECTION 
OF ALL MECHANICAL AND ELECTRICAL EQUIPMENT AND INSTALLATIONS, 
SUMMARIZED IN FOLLOWING: 

- CONSTRUCTION OF APPROX. 42 KM. OF SUBSIDIARY AND 
INTERCEPTING SEWERS. THE SEWERS ARE ASBESTOS-CEMENT AND 
CONCRETE PIPES RANGING FROM 22.5 TO 150 CM. INTERNAL 
DIAMETER. THE WORK INVOLVES 

THE EXCAVATION, PIPE LAYING, BACK FILLING AND DISPOSAL OF 
SURPLUS MATERIAL WHEN NECESSARY. 

- CONSTRUCTION OF MANHOLES, STORM WATER OVERFLOW SYSTEME 
AND OTHER ACCESSORIES TO THE ABOVE MENTIONED SEWER LINES. 

- CONSTRUCTION OF ALL HOUSE CONNECTIONS, STREET INLETS, 

CATCH BASINS AND THEIR CONNECTIONS TO SEWERS FOR ABOVE 
MENTIONED NETWORK. 

- CONSTRUCTION OF DRAINAGE CANAL APPROX 1.4 KM. LONG 

- CONSTRUCTION OF TREATMENT PLANT AND FINAL EFFLUENT PUMPING 
STATION. 

11. - TENDER FUNDED BY GOVERNMENT. ONE COPY OF TENDER 
SPECIFICATIONS AND CONDITIONS, VOLUME I AND II AIRMAILED 
TO USDOC. 
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